| BILL NO. S-69-02- 05 


SPECIAL ORDINANCE NO. S-2¢4%-¢¢9 


AN ORDINANCE approving contract with EARTH 
CONSTRUCTION & ENGINEERING, INC. for the 
construction of Outfall Drain for Sprunger's 
Addition. 


| BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 


INDIANA: 


SECTION 1. The contract approved February 4, 1969 between 


| the City of Fort Wayne, by and through its Mayor and the Board of 
| public Works, and EARTH CONSTRUCTION & ENGINEERING, INC., for 

| Sewer Resolution No. 198-1968 known as Outfall Drain for 

| Sprunger's Addition, to be constructed as follows: 


12-INCH SANITARY SEWER: Commencing at the existing 
pumping station located at the Northwest corner of 
the intersection of Sprunger Avenue and Spring Street; 
thence Westerly along the North side of Spring Street 
a distance of 6341 feet, terminating at a proposed 
manhole. 


STORM SEWER: Also, a storm sewer commencing at an 
existing inlet located on the West side of Leesburg 
Road just South of Spring Street; thence running 
Westerly a distance of. 3921) feet, terminating at the 
edge of St. Francis College Lake. 


Also, a 60-inch storm sewer commencing at the North 
side of Spring Street on the West edge of Sprunger’s 
Addition; thence South a distance of 83+ feet, 

terminating at the edge of St. Francis College Lake. 


Also, a 48-inch storm sewer commencing at the 
existing manhole located on the North side of Spring 
Street to terminus of the Tower Heights Storm Sewer; 
thence Southerly a distance of 75+ feet, terminating 
at the edge of St. Francis College Lake. 


Also, a 60-inch storm sewer and related structures 
located on the South edge of St. Francis College 


lake and 660+ feet East of the Centerline of 
Lindenwood Avenue; thence Southerly 130+ feet 
crossing under the Norfolk and Western Railroad. 


Said sewers shall be 12, 48 and 60 inches in 
diameter., 


for a total cost of $61,318,00, all as more particularly set 
forth in said Sewer Resolution No. 198-1968, which is on file in 
the office of the Board of Public Works, and is by reference 
incorporated herein and made a part hereof, be and the same is 
hereby in all things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 


effect from and after its passage and approval by the Mayor. 
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Bill No. _§-69-02-05 


REPORT OF THE COMMITTEE ON CITY UTILITIES 
We, your Committee on City Utilities to whom was referred an Ordinance 
approving contract with EARTH CONSTRUCTION & ENGINEERING, INC, for the construction 
of Outfall Drain for Sprunger's Addition, 
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have had said Ordinance unde sideration and beg leave to report back to the Common 
Council that said Ordinance __ À PASS. 
JACK K. DUNIFON, Chairman 
WILLIAM K. GEAKE, Vice-Chairman 
CELIA ANN FAY 
JOHN NUCKOLS 


EDWIN J. ROUSSEAU 


Read the first time in full and on motion by r r seconded by 
Se a he ae ee 


and duly adopted, read the second time by title and referred 


bate tena 


to the (Committee on) 


( and.to.the«Gity—Phan 


Gonmnission-for-recommendation)¢and«Pybiie-Hearing-to-be-held-after .due-legal<notice, 
watuthe-Council Chambers, City Hall, Fort Wayne, Indiana, on 
„the i day" of" a 196 x at o'clock 


PMI ELST. 
Date: PA i bY 
Read the third time in full and on motion by ree Z = 


seconded by Ley and duly adopted, placed on its passage. 


Passed (6ST) by the following vote: 


AYES i NAYS ea ABSTAINED ; ABSENT to-wit: 


Adams 
Dunifon 
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Geake Pa 

Nuckols 

Robinson 

Rousseau 

Steigerwald 

Tipton ie 4 


Date Ls toreh j 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as ; 
(Zoning-Map) (General) Annexation) (Special) (Appropriatdem) Ordinance (Resolution) No .S 2OLzACF 
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he Mayor of the City of Fort Wayne, Indiana, on the 2 p —— 


o'clock f _ M., B; 


» 196_9 at the hour of 7: 3o 


at the hour of Sold o'clock A M. E.S.T. 


